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LE ISTQN-cum-SIZEWELL  URBrxN  DISTRICT  COUNCIL . 


REPORT  OF  THE  MEDICAL  OFFICER  OF  HEALTH, 


FOR  THE  YEAR  ENDING, 51st. DECEMBER, 1946. 

I 


Medical  Officer  of  Healthy 
(Dr .Win*  M.  Burns.) 


GENERAL  STATISTICS. 

Area  (in  acres)  [+,466. 

Registrar-General's  estimate  of  resident 

population  mid- 1946.  3>837» 

Number  of  inhabited  houses  at  end  of  1946#  1,249* 


Ratable  value. 


£19*469 • 


bum  represented  by  penny  rate.  £81.  2.  5. 

VITAL  STATISTICS . 


Registrar  General's  estimated  mid-year 


Population. 3837 • 


Birth  Rate  per  1,000 


Live  (Legitimate) 
Births( Illegitimate ) 

Total 

64 

4 

Male 

32 

2 

Female 

32 

2 

— - -  -  JT  * 

of  the  estimated 
resident  population. 
17*72 

(England  &  Wales  19*1) 

Stillbirths. 

2 

2. 

- 

Rate  per  1,000  total 
(Live  &  Still  )births. 
28.5 

Deaths. 

48 

21 

27 

Death  Rate  per  1,000 
of  the  estimated 

resident  population. 
12.5 

(England  &  Wales  11. 5) 

Deaths  from  puerperal  causes  (Headings  29  &30 
of  the  Registrar-General's  Short  List) :- 

Deaths  Rate  per  1,000  total 

No.29  Puerperal  &  Post-abortive  NIL  (Live  &  Still)births. 

sepis.  NIL 

No. 30  Other  puerperal  causes.  NIL 


Death  Rate  of  Infants  under  one  year:- 

All  Infants  per  1,000  live  births.  29*41 

Legitimate  infants  per  1,000  legitimate  live  births.  15*62 
Illegitimate  infants  per  1,000  illegitimate  live 

births.  25.0*0 


Deaths  from  Cancer  (all  ages)  6 

"  "  Measles  "  NIL 

"  "  Whooping  Gough  "  NIL 

"  ”  Diarrhoea  (under  2  years  of  age)  NIL 


2 


Laboratory  f aci .litie s . 

These  are  available  at  the  County  Laboratory , Bond  Street, 
Ipswich  except  for  the  chemical  analysis  of  water  which  is  carried 
out  by  the  Public  Analyst, Mr .W.Lincolne  Sutton  of  Norwich. 

Ambulance  facilities. 

The  ambulances  of  the  Isolation  Hospital  Ipswich  are 
available  for  cases  of  infectious  disease.  A  County  Council  Ambulance 
Scheme  is  being  brought  into  operation  but  there  will  not  be  an 
ambulance  based  on  Leiston  in  spite  of  its  population.  Criticism  of 
this  plan  has  been  met  by  a  promise  to  reconsider  the  arrangements 
when  it  is  seen  how  they  work  out  in  practice. 

Infectious  Disease. 


Notif if ications  of  Infectious  Disease  (other  than 

_ _ Tuberculosis.) 


0- 

1 

-  3- 

.  5- 

10- 

15- 

25- 

i+5- 

.  65- 

Total 

Admitd. 

.  to  i  . 
Hospital 

Diec 

Scarlet  Fever 

2 

2 

1 

5 

2 

Whooping  Cough 

1 

1 

Measles' 

1 

1 

1 

3 

Diphtheria 

1 

1 

1 

1 

ac .Pneumonia 

1 

1 

2 

1 

Erysipelas 

1 

1 

2 

Puerperal  Pyrexia 

2 

2 

k 

1 

Malaria 

2 

2 

Infective  Jaundice 

1 

1 

2 

3 


V 


It  will  be  seen  that  there  was  no  epidemic  during  the  year. Both 
notifications  of  malaria  related  to  the  same  young  man  as, during  the 
year, he  had  two  recurrences  of  malaria  contracted  abroad. 

Tuberculosis . 


Three  of  the  four  cases  of  pulmomary  tuberculosis  notified  were 
young  men  from  the  services  while  the  fourth  was  an  older  man.  The 
one  case  of  non-pulmonary  tuberculosis  was  a  little  girl  of  under  3* 

Diphtheria  Immunisation. 

This  was  carried  out  at  Schools  and  the  Infant  Welfare  Centre 
and  I46  children  under  5  and  8  between  5  and  15  were  treated.  In 
addition  384  who  had  been  treated  some  years  ago  received  a 
reinforcement  dose  to  raise  the  immunity  again.  The  only  case  of 
diphtheria  notified  was  that  of  an  elderly  person  who  was  admitted  to 
hospital  and  diedo 

Water. 

The  Town  Supply  continues  to  give  concern  owing  to  the  amount  of 
sand  being  drawn  up.  The  Area  Scheme  envisaged  by  the  County  plan  is 
still  under  consideration  and  is  still  a  long  way  off. 

There  is  no  substantial  change  in  the  figures  previously  given. 
No  examinations  of  water  were  carried  out..  The  supply  is  not  plumbc- 
solvent 


